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Nancy 

Roman, 

‘Mother 
of the 
Hubble’ 

Telescope, 

Dies at 93 
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Dec. 30, 2018 

When Nancy Grace Roman was ii years old, her family was living in Reno. She was enthralled by the stars in the clear night 
skies and joined with friends in forming an astronomy club. 

It was the beginning of a lifelong fascination with the cosmos. 

When she died on Wednesday in Germantown, Md., at 93, Dr. Roman was remembered as “the mother of the Hubble.” 
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